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DEPARTMENT OF ENERGY 


ORDER 


The 1st December 2005 


No. 12769 — R . & R.- II.-13/2005 -E. — The following Electrical Inspectors as specified in 
column (2 ) of the schedule below are hereby required to inquire and reporton the matters (a ) and 
(b ) below within the jurisdiction specified in column ( 3) thereof as per the provisions of Section 161 
( 2 ) of the Electricity Act, 2003 ( Act 36 of 2003 ): 

(a ) as to the cause of any incident affecting the safety of the public , which may have been 

occasioned by or in connection with the generation , transmission , distribution , supply 

or use of electricity , or ; 
(b ) as to the manner in , and extent to , which the provisions of this Act or rules and 

regulations made thereunder or any of any license , so far as these provisions affect 
the safety of any person , have been complied with . 


SCHEDULE 


Sl. No. Name of the Officers 


Jurisdiction 


(1) 


( 2 ) 


1 


Chief Electrical Inspector 
(Transmission & Distribution ), Orissa . 


( 3 ) 
Fatal (multiple / single ) electrical accident in Extra 
High Tension installations throughout the State 
within his jurisdiction . 


2 Electrical Inspector 

( Transmission & Distribution ), Orissa . 


Multiple fatal (High Voltage /Medium Voltage /Low 
Voltage ) electrical accidents within their 
respective jurisdictions. 


3 Deputy Electrical Inspector 

( Transmission & Distribution ), Orissa . 


Single fatal electrical accident (High Voltage / 
Medium Voltage/Low Voltage ) within their 
territorial jurisdictions. 


4 Assistant Electrical Inspector 

( Transmission & Distribution ), Orissa . 


Non -fatal electricalaccident within their respective 
territorial jurisdictions. 
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( 1) 


( 2 ) 


5 Chief Engineer ( Project)-cum - Chief 

Electrical Inspector (Generation ), Orissa . 


( 3) 
Fatal (multiple / single ) electrical accidents 
thoughout the State within his jurisdiction . 
Multiple fatal electricalaccidents ofHigh Voltage/ 
Medium Voltage / Low Voltage electrical 
installations within their respective jurisdictions. 


6 Superintending Engineer (Project)-cum 

ElectricalInspector (Generation ), Orissa . 


7 Executive Engineer (Project)-cum -Deputy . . Single fatal electrical accident in High Voltage / 
Electrical Inspector (Generation ), Orissa . Medium Voltage /Low Voltage electrical 

installations within their territorial jurisdictions. 


8 AssistantEngineer (Project)-cum -Assistant . . Non -fatal electrical accident within their 

Electrical Inspector (Generation ), Orissa. respective jurisdictions. 


By order of the Governor 


ASIT TRIPATHY 


Commissioner- cum -Secretary to Government 
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